HENRY     III
taxes had placed the heaviest burden, in order to assure himself of the requisite majority. Just and equitable as was his rule, Earl Simon soon antagonized a large number of his fellow-barons, and when in 1266 Henry's son Edward succeeded in escaping from the honourable confinement in which he had recently been kept, that intrepid young man experienced no difficulty in collecting a large body of supporters. With these he attacked and completely defeated the forces of Simon de Montfort at the battle of Evesham, in which the great earl himself lost his life*
For the rest of his reign, Henry, who was now restored to the full exercise of his royal functions, governed with discretion and moderation. He had, at long last, learnt his lesson and died in his bed in 1272 : a peaceful end which no one would have predicted for so wayward and incompetent a monarch.
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